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Approved For Release 2000/09/01 24:1AsRRPS PRO08 ZBRONOR0NNIGG92¢2 contract HF-CI-697 ‘ 


Eastman Kodak Company 


Part No. 
XD-A9~01-57 
XD~112196-7 22 
XD-11-196-811 
1D-11-199-10 
xD-11-199-133 
XD-11.-206+293 
XD=11-212-~6 
XD~12-38-102) 
XD-12~38-1056 
1-12-6-131 
XD-12-66~138 
XD-12~66-350 
XD=12-66-l)31 
XD-12-66-H)) 


Approved For Release 2000/09/01 : 


STATINTL 


Nomenclature 
Valve 
Thermoswitch 


Relay 


Roll 

Sprocket 

Chain 

Chain 

Bearing Assembly 
Roll 

Safelight 
Transformer 


Valve 


Quantity Unit Price 
5 - 15.10 
7 39 7 
5 10.78 
2 61.78 
2 27 5k 
6 97 2h 
. 48.05 
3 ub ees 
3 10.09 

18 uh 
30 35.46 
3 16.72 
6 11.ub 
5 1.bb 
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Total Price 
75650 
276.29 
53490 
123.56 
55208 
583 oli 
Wyh.15 
39.39 
30.27 

205.92 
1063 .80 
50.16 
68.64 
57220 


Approved For Release 2000/09/01 sG1AcRRPS TROOSZERANQK0RN9QG92s2contract HF-CT-697 


Date 12 February 1959 


From: Eastman Kodak Company ie She 

i ———s STATINTL 

Item 

No. Part No. Nomenclature Quantity Unit Price Total Price 

15 XD-12~67~-27 Roll 3 145.29 435.87 

16 xD-295 Reducer 2 10.30 20.60 

17 XD~296 Thermometer 3 - 14.07 42.21 

18 xD-05081 Voltmeter 2 11.74 23.448 

19 MD=515 Valve 5 21.7) 108.70 

20 XD~516 Valve h 25.69 102.76 

21 XD-552 Filter 2 48.05 96410 

22 XD~11-199-113 Roll 12 73422 878.64 

23 Packing and Shipping 45.28 
Total $1,580 94, 

Delivery to be made in May 1959. 

Prices are fair and reasonable and this Contractor warrants prices conform to the 


Exhibit is hereby approved, price formula in effect on date of this 
oe - Exhibit, and are firm prices for t/his Exhibit. 


$ 1580.94 Signed: 
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